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1. DESPITE CONTINUAL INQUIRES BY EMBASSY. FONOFF HAS STILL NOT 
INDICATED READINESS TO EXCHANGE NOTES ON TRACKING STATION. 

FONOFF HAS ATTRIBUTED DELAY ONLY TO PROCEDURAL REQUIREMENTS 
FOR COLLECTING FINAL SIGN-OFFS FROM VARIOUS AGENCIES. 

2. IN VIEW OF DELAY. SCICOUNS HAS MADE INQUIRY AT STA AND HAS 
LEARNED THAT SUBSTANTIVE ISSUE HAS APPARENTLY EMERGED THERE. 

STA IS CONCERNED THAT, IN PRESENT POLITICIZED CLIMATE IN JAPAN, 
AGREEMENT, WHICH CALLS FOR LOCATION OF STATION IN U.S. NATIONAL 
RANGE ON KWAJALEIN, GOVERNMENT MAY BE CRITICIZED THAT U.S. 

MIGHT HAVE ACCESS TO JAPANESE STATION FOR U.S. MILITARY USE. 

IN PROVIDING THIS EXPLANATION FOR DELAY, YAMARRO OF STA STATED 
AGREEMENT WOULD BE SENT TO HIGHER LEVEL IN STA FOR CONSIDERATION, 
BUT HE PREDICTED EARLY APPROVAL WOULD NOT BE FORTHCOMING. 
YAMARRO SPECIFICALLY RELATED PROBLEM TO CURRENT POLITICAL 
DIFFICULTIES OF STA MINISTER MORI YAM A (E.E., RADIOCHEMICAL 
ANALYSIS SCANDAL IN ATOMIC ENERGY BUREAU), THUS LEAVING LITTLE 
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PERSONAL APPROVAL. 

3. NASDA OFFICIALS HAVE ALSO IDENTIFIED POTENTIAL PROBLEM IN 
AGREEMENT FROM THEIR STANDPOINT. THIS RELATES TO PARA 9 OF 

U.S. NOTE WHICH LIMITS SUPPORT TO TWO LAUNCHES. NASDA HAS POINTED 
OUT THAT EACH MISSION COVERED BY AGREEMENT, (I.E. ETS - 1 AND 
ISS) IS REPRESENTED BY PRIMARY AND BACK-UP SATELLITE AND LAUNCH 
VEHICLM THUS, IN EVENT OF FAILURE OF ONE OR BOTH PRIMARY 
LAUNCHES , BACK-UP LAUNCHES WOULD INCREASE TOTAL 
NUMBER OF LAUNCHES TO 3 OR 4. NASDA WAS TALKED OUT OF REQUESTING 
WORDING CHARGE TO COVER THIS EVENTUALITY IN ORDER TO AVOID 
FURTHER DELAY. HOWEVER THEY HAVE EXPRESSED HOPE TO SCICOUNS 
FOR SYMPATHETIC INTERPRETATION OF AGREEMENT IN EVENT BACK-UP 
LAUNCHES ARE NEEDED. 

4. EMBASSY RECOMMENDS THAT, INFORMATION ON DELAY IN EXCHANGE 
OF NOTES BE CLOSELY HELD FOR TIME BEING, PENDING FURTHER 
ADVICE FROMFONOFF OR STA ON POSSIBLE EXTENT OF DELAY. IF 
DELAY LIKELY TO BE EXTENDED, U.S. CONTRACTOR WILL UNDOUB- 
TEDLY HAVE TO BE ADVISED. IN MEANTIME, IF DEPT WILLING TO 
ACCOMODATE NASDA CONCERN, 

PLEASE ADVISE. THIS MIGHT BE ACCOMPLISHED BY SUBSTITUTION 
OF WORD "MISSIONS" FOR LAUNCHES" IN PARA 9 OF U.S. NOTE. 

SHOESMITH 
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